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Dhuwrrin crystallises well, and is soluble in both water and alcohol 
When hydrolysed by emulsin or by dilute acids it is conver 
into parahydroxybenzaldehyde, dextrose, and hydrocyanic acid accord. 
ing to the equation C,,H,;O;N+H.O = C;H¢O. + CyHy204 + HON 
When warmed with alkalis, dhurrin is resolved first into dhurrinic 
acid and ammonia This acid subsequently undergoes further hydro. 
lysis when warmed with dilute hydrochloric acid, being converted inte 
parahydroxymandelic acid and dextrose (1) ©.Hi;0;N+H.0O = 
©, 4H) 305 + NHs, (2) C,H) gO, + H,O = CHO, + CH oO¢. : 

The identity of the parahydroxymandelie acid was established by 
its synthesis from the cyanhydrin of parahydroxybenzaldehiyde. 

Dhurrin differs from the other two known cyanogenetic glucosides, 
the amygdalin of bitter almonds and the lotusin found by the authors 
in Lotus arabicus, in being derived from dextrose and not from maltose, 

The authors point out the protective purpose served by the exist- 
ence of the cyanogenetic glucoside in the young plant. 

The authors intend to fully investigate the several problems which 
are raised by the occurrence of cyanogenetic glucosides in plants. 

They are at present engaged in examining several other piants 
which have furnished prussic acid, among them being Manihot utilis- 
sima, Linum usitatissimum, Lotus australis, and Phaseolus lunatus. 





“On the Continuity of Effect of Light and Electric Radiation on 
Matter.” By JaGapis CHuNDER Boss. Communicated by 
Lord RayLeicu, F.R.S. Received April 18,—Read June 20, 
1901. 


Introduction. 


Though the theory of coherence gives a simple explanation of many 
cases of diminution of resistance in a mass of metallic particles under 
electric radiation, yet there are other cases which are not explicable 
by that theory. If coherence be due to electric welding, it would 
follow that all sensitive particles would exhibit a permanent diminu- 
tion of resistance ; in other words, the action should be non-discrimi- 
native and there should. be no self-recovery. In my previous paper,* 
however, I have shown that the effect of radiation is by no means non- 
discriminative. To the contrary, while its effect on the positive class of 
substances, ¢.g., Mg.Fe.Ni, is a diminution of resistance, it acts on the 
negative class, ¢.g., K.Ag’.Br.I, in a precisely opposite way, that is to 
say, it produces in these an increase of resistance, Further, the condue- 


* “On Electric Touch and Molecular Changes produced in Matter by Electric 
Waves,” ‘ Roy. Soc. Proc.,’ vol. 66. 
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ivity change is not always permanent, since several substances are — 
‘enown which quickly recover and attain their original conductivity. 
on the cessation of radiation, as if a force of restitution were called 
forth to restore them to their original condition. 
I was thus led to suppose that the effect of radiation is to pro- 
‘duce a state of molecular strain. Evidences will presently be adduced 
which it is hoped will furnish proofs as to the correctness of this view. 
Tf a substance is molecularly distorted by the action.of an ex- 
ternal agent, we may naturally expect that there would be produced 
changes in the physico-chemical property of the substance. As a 
familiar example, take the case of phosphorus changed from the 
yellow to the red: variety by the action of visible radiation. We 
find that in the allotropic condition of red, the phosphorus has 
become less active chemically, insoluble in CS., and of higher specific 
gravity. Similarly its other properties, such as its elasticity, its position 
in the voltaic series, its electric conductivity, &c., are likely to undergo 
a corresponding modification. The same molecular phenomenon, seen 
from different aspects, may thus appear to be cliverse. Looking 
from an electric point of view we do find that the conductivity 
of red phosphorus is greater than that of the yellow variety. We 
thus see the possibility of measuring the molecular change by mea- 
suring the correlated variation of any of the properties described 
above. The choice of a particular method will be governed by special 
convenience under given conditions. ° 

If the above view is correct then it would be possible to detect the 
effect of molecular strain due to visible or invisible ‘radiation by the 
following more or less delicate methods. It is to be borne in mind 
that the effect of radiation is almost confined to the skin or outer layer 
of the substance. 

(1.) Method depending on the variation of the adhesive or cohesive 
power of a substance, ¢.g., in a daguerreotype plate the mercury vapour 
adheres in preference to the light-impressed portions only. Images 
may in a similar manner be developed by water vapour. Under the 
action of electric radiation, particles of certain metals are known to 
stick together. But this is by no means universal. 

(2.) Method depending on the variation of chemical activity under- 
gone by the strained substance, or the method of photographic de- 
velopment. The acted and unacted portions are differently attacked 
by the developer. The action is not altogether independent of the 
effect described below. 

(3.) Method depending on the variation of electric potential, by 
-which an E.M.F. is produced between the acted and unacted portions 
-of a substance originally iso-electric. 


(4.) Method depending on the conductivity variation produced by 
the strain. 
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In the following investigations I shall employ specially the two la 
methods, and hope to demonstrate the fundamendal unity of effects o 
visible and invisible radiation on matter. | The subject is very exten 
sive, and [ propose to deal with it, as briefly as is compatible wi f 
clearness, in the three accompanying papers ;— 

I. ‘On the Continuity of Effect of Light and Electric Radiation on 
Matter.” In this paper various experiments will be described ang 
results given, which can only be explained on the supposition that the 
observed effects are due to strain. 

II. “On the Similarities between Mechanical and Radiation 
Strains.” If the effects as described in (1.) are really due to strain, 
then similar results might be brought about by artificially producing 
strain regarding which there can be no possibility of doubt, for 
instance, strain by mechanical means. In this paper I shall show the 
remarkable parallelism between those two classes of phenomena through- 
out an extensive range. 

Ill. “On the Strain Theory of Photographie Action.” Having 
shown the strain effect due to light, I will show how some of the 
most obscure phenomena in photography receive a simple explanation 
on the above theory. 


EFFECT OF ELECTRIC RADIATION. 
1. Method of Conductivity Variation. 


This method is specially well suited for studying the effect of 
electric radiation on discontinuous particles. For the action of radia- 
tion being one of surface, the larger the area of this the greater is the 
result, and in loose particles the effective surface is very much 
enlarged, In this case, again, the effective total resistance of the mass 
of particles being due to resistances of surface contacts, any change in 
the property of surface layers will greatly modify the total resistance. 
In a continuous solid, on the other hand, only a comparatively thin 
molecular layer on the surface is acted upon; but this has little effect 
on the conductivity of the mass in the interior, protected by the outer 
conducting sheet. A slight conductivity variation can, however, be 
detected if the continuous solid takes the form of an extremely thin 
layer. I shall presently show that for the detection of molecular strain 
in a continuous solid the electromotive variation is the more suitable. 

I have before said that in the positive class there is produced a 
diminution, and in the negative an increase of resistance. These 
opposite properties at first seem difficult to understand, but about 
their reality there can be no doubt. In another paper to be shortly 
communicated, I shall give an account of an independent inquiry in 
which the positive, the neutral, and the negative classes of substances 
are differentiated by their characteristic curves. In the paramagnetic 
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d diamagnetic classes we also come across characteristic differences, 
1ough these divisions do not coincide with the classes giving the 
tive and negative electric touch. There is, however, one simi- 
wity ; for just as the paramagnetic effect is more intense, so is the 
conductivity variation associated with the positive, generally speak- 
ing, much stronger than the effect on the negative class. From the 
strongly positive substance like Fe Mg to the pronounced negative 
like K there are numerous gradations. In silver we have a material 
which is almost on the line of demarcation ; it passes easily from one 
condition to another under the influence of external circumstances. 


2. External Influences. 


_ If the response, positive or negative, is really an expression of some 
changed molecular condition, we may expect it to be modified not 
‘only by the chemical nature of the substance, but also (1) by the 
previous history of the substance, (2) by the temperature, (3) by 
pressure. | 

Influence of previous History—aAs regards the first, I have already 
shown in my previous paper* that a substance strained by radiation 
often exhibits opposite or reversal effects. Freshly powdered particles 
often show erratic results, but the effects become consistent after 
annealing ; this often increases the sensibility also, by increasing the 
molecular mobility. Fresh particles are sometimes found to exhibit 
very little sensitiveness. At first I thought that this might be due to 
some kind of fatigue; the following, however, showed that such 
could not be the case. I found that in these cases the sensibility was 
increased by subjecting the substance to strong radiation or even by 
passing a few induction shocks. The increase of sensitiveness thus pro- 
duced appears to be due to the removal of molecular sluggishness, The 
improvement in sensitiveness often obtained by shaking of the particles 
is no doubt due to the same cause. In the various types of molecular 
receivers, whether responding to electric radiation, light, or mechanical 
vibration, the same effect is noticed. Generally speaking, the receiver 

in the first place improves gradually with working. But as it gets 
overstrained it exhibits fatigue. 

Influence of Temperature.—As regards temperature, I have in many 
instances found that on excessively cold days some receivers exhibit 
a diminution of sensibility, removed by warming. Several effects 
which were very strongly exhibited in the warm climate of India, I 
found to be much diminished here. Cautious application of heat often 
increases, not only the sensibility, but also the power of self-recovery. 


But excess of temperature produces erratic behaviour by causing 
violent molecular disturbance. 


* Loe. cit, 
VOL. LXX, M 
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Influence of Presswre.—Pressure also has pronounced effect on mol 
cular response. Moderate increase of pressure increases the sensi 
bility, but too great an increase may cause loss of sensibility, In sub 
stances which are nearly neutral, pressure variation may even cause 
reversal of response, 

Again, the same receiver may, owing to some molecular modifica 
tion, exhibit a response opposite in sign tothe normal. But subjection 
to this continued stimulation of radiation, generally speaking, converts 
the abnormal response into normal. Exactly parallel instances y 
be noticed in the case of response to mechanical stimulus and to light, 

We thus see how the response is dependent on the molecular con 
dition, and how a change of this condition may even give rise to a 
reversal of response, say, from a diminution to an increase of resistance, 
The nature of the chemical substance, the molecular condition, the 
intensity and duration of radiation, the pressure, the temperature, and 
even the electromotive force used for detection, are the factors which 
are instrumental in the modification of the final response. I have 
already shown* how the increasing effect of continuous radiation may 
produce molecular reversal. There may thus be ane or more reversals, — 
It is probable that the other variables may also produce similar 
reversals, 


3. Recording Apparatus. 


In the following investigations, the electrical effects, either the 
conductivity or the electromotive variations, due to external disturb- 
ances of various durations, have to be observed. It is also necessary 
to note the time-relations of the after-recovery from these effects. The 
conductivity and electromotive variations can be deduced from the 
observed varying deflections of the galvanometer. When the varia- 
tions are rapid, the observation requires great alertness and is very 
fatiguing. This difficulty is still greatly enhanced when simultaneous 
time-observations have to be taken. It thus becomes necessary to 
have at least two observers ; the process of observation is made slow 
and tedious, and the accumulation of results by this method is very 
tardy. But in the apparatus now to be described, the mode of pro- 
cedure has been very much simplified, affording facilities for quick and 
highly accurate observations. 

The apparatus is a modified railway myograph. (See fig. 1.) The 
moving platform carries squared paper (divided into ,4, inch) on 
which the record is made. The platform moves uniformly by clock- 
work, and the rate of travel of the paper may be roughly adjusted 
by means of different-sized pulleys, or more finely by the clockwork 
governor. The usual rate is 1 inch in 30 seconds, and one small 
division of the paper measured horizontally is thus equal to 3 seconds. 


. * Loe. cit. 
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very much quicker or slower rates may easily be obtained by 
of the different-sized pulleys. The spot of light from the 
lvanometer is thrown down on the paper by an inclined mirror. 
‘The movement of the galvanometer spot takes place at right angles to 
‘the direction of motion of the paper. There is a guide rod at right 
‘angles to the motion of paper, along which the recording pencil is 
moved. The excursion of the galvanometer spot can thus easily be 





Fic. 1—The Recording Apparatus. P is the platform moving on rails and carrying 
the squared recording paper. B is the guide bar. C, the clockwork. P, the 
pulley. M, the mirror to reflect the galvanometer on the platform. 


followed with a pencil, and it is quite easy to do this, when the 
fluctuation period is more than 2 seconds. In the experiments to be 
described, this period varied from 2 seconds to several minutes. A 
curve is thus directly obtained, with conductivity or electromotive 
variation as ordinate, and the time as abscissa. The curves given 
in the accompanying papers are exact copies from the direct records. 


4, Transition of a Molecular Receiver from Non-recovering to Self-recovering 
Condition, 


When a substance is strained by radiation there is produced a 
sudden variation of conductivity. The substance will recover from 
the strained condition (1) if it has not been overstrained by an exces- 
sive stimulus, or (2) if its electric elasticity be very great. I have 
found in general that on careful adjustment of a receiver there is a 
tendency to self-recovery if the intensity of incident radiation is not 
too strong. In the case of substances which are, electrically speaking, 
highly elastic, such as K, there is an automatic recovery even when 

M 2 
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the stimulus is strong. The difference exhibited by various substane 
as regards self-recovery is one merely of degree. I give below typica 
cases which exhibit the gradual transition from so-called non-recover 
to complete recovery. 

The galvanometer used is a dead-beat D’Arsonval, in which t 
period taken for the maximum excursion and the return to zero from 
that position is less than half a second. 

In these experiments the receiver was appropriately fixed on a heavy 
base. This rested in turn on a steady pedestal with one or two sets 
of pneumatic tyres interposed. 

Positive Type.—In fig. 2 («) is shown the effect of radiation on Fe,O, 
when cold. Only the upper portion of the curve is given; the flash 
of radiation produced a deflection of the galvanometer of sixty-four — 
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Diminution of Resistance. 





Fie. 2.—Different stages in the a of a Molecular Receiver from a non- 
recovering to a self-recovering condition. The substance used is Fe,0,, 
representing positive type, which exhibits a diminution of resistance under 
electric radiation. (a) the so-called non-recovery, really a case of very slow 
recovery; (4) the same slightly warmed, exhibiting a partial and arrested 
recovery ; (¢c) the same with increased molecular mobility, recovery in 30”. 
In this and the following cases, thick lines represent the effect of radiation, 
thin lines represent the recovery. 


divisions. It will be observed that it had recovered to the extent of 
three divisions in the course of 60 seconds ; if the rate of recovery had 
been uniform, there would have been complete recovery in about. 
21 minutes ; but in the later stages, as we shall see, recovery is rather 
slow. In (}) is shown the effect of increased molecular mobility due to — 
cautious warming. Now there was semi-recovery in 60 seconds ; the 
quickness of recovery went on improving, and after a while the — 
recovery was completed in 30 seconds. 
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Negative Type.—Fig. 3 exhibits the effect on the negative type as 
xemplified by Sn and Pb coated with Br. It appears that in these, 
armth is favourable to quick recovery. For in India with Pb coated 

h Br the self-recovery was obtained with the greatest ease. Here 
, more careful adjustment was necessary. At first the flash of radiation 
sproduces a sudden increase of resistance, from which there is no im- 
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Fie. 3.—Self-recovering Receiver exhibiting negative ouch (increase of resistance 
under radiation). (a), (4), (¢), and (d) are the different stages of quickness of 
recovery (from 50” to 6’) ina brominated tin receiver; (¢) and (/') are the 
records of a brominated lead receiver. 


mediate recovery, but an inspection of the galvanometer spot at once 
makes it evident that some internal struggle has been going on; the 
spot trembles, and then after awhile the internal friction is overcome, 
and the substance suddenly recovers. But soon after this preliminary 
stage the recovery becomes perfectly automatic and instantaneous. 
Each flash of radiation produces a responsive galvanometer twitch, 
immediately followed by recovery. 

Some of the stages are well seen in the curves given. In (a) the 
recovery takes place in 50 seconds ; in (d) in only 6 seconds. (e) and 
(f) show recovery in lead coated with bromine. The recovery gradu- 
ally became very quic:., from 4 seconds to 3 seconds ; after that it was 

. too quick for record. 

In all the above cases it will be noted that the curve of recovery is 
convex to the abscissa ; that is to say, it is at first very rapid, but in 
the later stage it becomes slower. 
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5. A Self-recovering and Metrical Receiver. 


- But the most perfect type of self-recovering receiver that I have 
succeeded in constructing was made of the strained variety of silver 
described in my previous paper. I there showed that this variety of 
silver exhibits, under the action of radiation, an increase of resistance. - 
I had with me a portion of this variety prepared more than a year 
ago, and it is probable that time had improved its quality. I made 
with it a receiver by having about 3 mm. thickness of the powder 
between two electrodes, one of which, by means of a micrometer 
screw, could be made to produce a gradual compression. The applied 
electromotive force was 0°4 volt, and the resistance of the receiver 
was equal to 20 ohms. The receiver showed the usual inerease of 
resistance at first, with a tendency to self-recovery. In about half an 
hour it began to exhibit the most perfect self-recovery, and for the 
next 3 hours of continuous work it went on giving an extraordinary 
consistency of response. 

A short rod was the source of radiation throughout these experi- 
ments. The intensity of incident radiation was varied by changing 
the distance of the radiator. In fig. 4 are given responses to indi- 
vidual flashes at distances of 40 and 15cm. It will be seen that the 


Increase of Resistance. - 





Time of Exposure. 


Fig. 4.—Transient increase of resistance in an Ag’ receiver due to single flashes of 
radiation. In (a) the radiator was at a distance of 40 cm.; in (4) the 
distance was 15cm. Thick lines represent the effect of radiation, thin lines 
represent the recovery. 


effects are very consistent, the occasional variation being probably due 
to certain oscillatory sparks not having been as efficient as the others. 
Certain Analogies with the Phenomena of Phosphorescence and Thermo- 
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Iuminescence.—Another remarkable phenomenon will be noticed in the 
recovery curve. It will be seen that the complete recovery is effected 
after a series of minor oscillations. In other words, there seems to be 
an after-vibration which persists for a time in substances subjected to 
radiation. This is very suggestive with reference to a not altogether 
‘different after-effect of light in the fluorescent and phosphorescent 
bodies. In the case of Ag’ receiver, owing to its molecular mobility, 
the recevery is automatic. But in the case of so-called non-recovering 
substances, the strain persists for a considerable time, but the recovery 
may be hastened by removing molecular friction through gentle 
heating. In connection with this, I will quote an interesting obser- 
yation described in my paper previously mentioned.* In an iron 
receiver strained by radiation there was quick recovery after heating, 
but “on careful inspection a slight oscillatory movement of the 
galvanometer spot was noticed during the process.” Here the strain 
produced by radiation which remained latent was released by heat. 
In connection with this, one cannot help being reminded of the 
phenomena of thermo-luminescence, where the strain effect of light 
remains latent till set free by the application of heat. 

Effect of Continuous Radiation.—Still more interesting are the super- 
posed effects of a series of flashes of radiation. The first flash 
produces a certain molecular distortion, attended with conductivity 
variation, from which it will tend to recover. I may anticipate 
certain results which will be described later, in saying that the force 
of restitution increases with increasing distortion. Now if, before 
the substance has recovered from the first shock, a second flash be 
superposed, it will produce further distortion ; but the effect will not 
be quite so strong, inasmuch as the force of restitution is increasing. 
Thus a series of superposed flashes will produce a limiting effect, 
which is kept balanced by the force of restitution. If the intensity 
of radiation is increased, the balancing position will be different. 

It also appears from the result of other experiments that the after- 
_ effect persists for a little longer time when the stimulus is stronger. 
I shall show that this is the case when interpreting the curves of 
effect. 

In fig. 5 are shown the effects of rapidly succeeding flashes of 
radiation caused by the spring vibrator of a Ruhmkorff’s coil. In 
(a) the radiator was kept at a distance of 40 cm., and the radiation 
was continued for 15 seconds, after which 15 seconds was allowed 
for recovery. A longer time would haye allowed a more complete 
recovery, but this would have entailed a great loss of time in the 
long series of experiments contemplated. The recovery is thus seen 
to be partial, the return curves not exactly reaching the original 
starting position. It will be seen from the effect at 40 cm. that even 


* Loc. cit. 
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there we have partial recovery between quickly recurring flashes, unk 
there is thus observed a fluctuation about the balanced position. Now 


Increase of Resistance. 


Fic. 5.—Variation of resistance (deduced from diminution of galvanometer 
deflection) in Ag’ receiver produced by electric radiation lasting from 15”. 
Distance of radiation in (a) = 40 cm.; in (b) = 25 em.; and in (ec) = 15 em. 
Tn (d) is given a series of curves taken after half an hour with the radiator at 


a distance of 15 cm. ‘The numbers on the left side of the upper curve indicate 
the absolute value of resistance. . 


when the intensity of radiation is increased by decreasing the distance 
of the radiator to 25 em. (see 6), the strain effect persists for a little 
longer time, and the flashes arrive before the substance can recover to 
any extent; thus there is less. fluctuation in the balanced position. 
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when the radiator was placed at a distance of 15 cm. (see (¢) ), the 

stuations almost disappeared, and the galvanometer deflection was 

d rigid as long as the radiation was kept on; in fact, we have here 

n effect which physiologists describe as ‘‘tetanic.” On the cessation 

4§ radiation there was immediate recovery. It will be noticed how 

ordinarily consistent are the succeeding values of response. The 

Itant effect being due to the additive effects of numerous flashes, an 

occasional failure of an individual flash has little or no importance. 

The series of responses in (7) was taken after half an hour, and it will 

‘be noticed how very consistent they are among themselves, and how 

‘similar to those in (c), showing that even after half an hour’s con- 

tinuous work there had been no fatigue, with the attendant change of 

sensibility. 

Relation between the Intensity of Radiation and the Conductivity-variation. 

—tThe resistance of the receiver being not very large, the external 

sistance of the shunted galvanometer and of the cell are not 

negligible in comparison, and the variation of deflections is, therefore, 

‘not proportional to the variation of resistance. To interpret the 

absolute values of the deflections, a resistance box was substituted for 

the receiver, keeping the rest of the circuit just as before. In this 
way the absolute values of the resistances corresponding to particular 
deflections were found. Some of these are given on the left-hand side 

of fig. 5. 

The galvanometer deflections, when the radiator was at distances of 
40, 25, and 15 cm., were 23, 33, and 42 divisions respectively. Owing to 
the comparative steadiness of the last two deflections there is no 
uncertainity about them; but on account of the fluctuation in the 
deflection when the radiator is at a distance of 40 em., it is difficult to 
find the exact value of the deflection ; the mean of the various deflec- 
tions gives twenty-three divisions. The absolute values of resistances 
corresponding to these deflections are 180, 380, and 1020 ohms. The 
original resistance being 20 ohms, the variations due to the different 
radiation intensities are 160, 360, and 1000 ohms. 

The intensities of radiation at the above distances may approxi- 

] 1 

402 ’ 952 ? 152? or as 

14:36:100. The corresponding molecular effects as measured by 

_ the increase of resistance are found to be as 16 : 36 : 100. 

_ It will thus be seen how accurately the indications of the Ag’ receiver 
measure the intensity of radiation. Further progress in the study of 
different phenomena connected with electric radiation has been seriously 
hampered owing to the want of means for measurement of intensity of 

electric radiation. But this difficulty, as will be seen from the above, 

1s not insuperable. 

~The strict proportionality of molecular effect can only be taken as 
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mately at least be taken as proportional to 
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true through a limited range. From the results of various e 
ments, into the detail of which I can not at present enter, it ap 
that, generally speaking, the curve of response (with molecular effec 
as ordinates, and the intensities of disturbance as abscisse) is not 
straight line. It is at first slightly convex, then straight, and ir 
the last part concave. It is only in the second part that the curve 
approximately straight. 

In considering the effect of electric radiation in varying the con- 
ductivity of the particles, we have to bear in mind that no explanation 
can be regarded as complete, unless it explains not only the diminution, 
but also the increase of resistance; also the phenomenon of auto- 
matic recovery and of the opposite effects which are exhibited by the 
same receiver under different molecular conditions. The increase of 
resistance of the Ag’ receiver and its instantaneous recovery are directly 
opposed to the theory of coherence. ‘ | 

The state of balance between the distortion produced by radiation 
and the force of restitution on the one hand, and the different equili- 
brium positions with different radiation intensities on the other, point 
to the effect being due to some strain produced by radiation. 

> 

Fatigue of the Receiver.—I wished to trace the gradual appearance of 
fatigue in the Ag’ receiver, and for this purpose kept it acted on with 
slight intermissions for nearly 3 hours. At the end of that time it 
began to show unmistakable signs of fatigue. Fig. 6 shows the 





Fig. 6.—Fatigue and reversal in the Ag’ receiver. Thick lines represent the effect 
of radiation, and dotted lines the recovery. Observe in the first three records 
the incomplete recovery with growth of fatigue. In the fourth, there is 
produced a reversal (a diminution of resistance instead of the normal increuse). 


effect when the radiator was ata distance of 20 cm. ; the deflections 
were now only twenty-one divisions, whereas before this the deflection 
was thirty-three divisions with the radiator at the increased*distance of 
25cm. Formerly the recovery commenced immediately on the cessa- 




















1.] Effect of Light and Electric Radiation on Matter. 167 


tion of radiation, now there was a short period of hesitation and then 
hevan to recover somewhat slowly. The extent of recovery also 
sew less and less, and at last the receiver suddenly exhibited the 
reversal effect, by showing a diminution of resistance. 

_ A parallel instance under the continued action of light will be noticed 


later on. 
7 6. Phenomena of Reversal. 

| (a.) Reversal due to Sub-normal Intensity of Stimulus —Another very 
curious phenomenon met with is the opposite effects of radiation below 
and above the critical intensity. Thus I have shown* that, whereas 
under certain conditions the effect of radiation of moderate intensity 
on As is to produce an increase of resistance, the effect of feeble intensity. 
of stimulus is to produce a diminution. Exactly parallel, though 
opposite, effects are sometimes seen produced in the positive class of 
substances. This result is certainly very curious, but I will show 
later on that exactly similar effects are produced under mechanical 
stimulus. 

Possibly connected with the above is the following : When a receiver 
is subjected to radiation of moderately strong intensity, I have often 
noticed a short-lived negative twitch immediately followed by the 

normal response. This is probably due to the fact that it takes some 
time for the sensitive substance to absorb the whole amount of incident 

‘radiation. The first moiety absorbed may thus fall below the critical 
intensity, hence the preliminary negative twitch, while a little later, on 
the absorption of the whole amount, we get the normal response. 
‘Thus under the continued action of radiation, the response curve 
exhibits a negative twitch at the beginning followed by the normal 
positive effect (see also fig. 17). 

(b.) Reversal due to Overstrain.—In addition to the above, I have also 
shown* that reversal effects are produced by overstrain due to the con- 
tinued effects of radiation; and these reversals may be partial or 
complete. This depends on the nature of the substance, and also on 
the adjustments. I give below a curve (see fig. 7 ) for Fe,O0, under 
continuous radiation, where, after the maximum effect was reached, 

there was a distinct trend towards reversal. 

Under certain conditions, we may thus have in a positive substance 
an increase of resistance or negative effect under feeble radiation ; this 
is specially seen when the receiver had been undisturbed for a long 
time, and the substance had undergone certain unknown molecular 
modification. Annealing makes the responses normal; or under 
moderately strong intensity, the abnormal negative response becomes 
_ changed into positive, to be again reversed (or tend to be reversed) 
under strong-and continued action of radiation. All these peculiarities 


* Loc. cit. 
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will also be found characteristic of other receivers responding to tl 
stimulus of light or of mechanical vibration, j 





¥ia. 7.—Tendency towards reversal under the continued action of radiation on 
Fe,O, receiver. Thick line shows the immediate effect, the thin line the 
continued effect of radiation. In other cases the reversal is complete. 


7. Physical Nature of the Change. 


From the fact that the conductivity variation above described takes 
place in platinum and other noble metals, and the further fact that the 
action goes on even when the substance is kept immersed in a protect- 
ing medium such as naphtha, it would appear that the observed effect 
is primarily due to physical strain, By chemical action we generally 
understand an irreversible operation. But in the cases of complete 
selfrecovery exhibited by various substances, we have an automatic 
return to the original condition. It should, however, be borne in mind 
that, as a result of the strain, the chemical activity of the substance 
may be changed, and if the strained substance happen to be immersed — 
in a medium for which under strain it has a relatively stronger attrae- 


tion, there may then be a chemical action. But this would be merely. 
a secondary effect. 


8. Electromotive Variation produced by Electric Radiation, 


_ I said that if radiation causes molecular strain, there might be pro- 
duced a difference of potential between the acted and unacted portions 
of a substance. A voltaic cell could be made with two plates of 
similar substance; there would then be no P.D. between the two. 
But on exposing one to the effect of radiation, a difference of potential 
may be established between the acted and unacted plates. The 
differential effect, if it exists, could then be detected by a galvanometer 
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an electrometer. In the carrying out of this method there are, how- 
, many practical difficulties. First of all, in making a voltaic com- 
ation, some kind of electrolyte is necessary, but unfortunately all 
ectrolytes are opaque to electric radiation.. This difficulty could, 
“however, be obviated to some extent by taking an electrolyte which is 
‘almost a non-conductor (¢.9., amylic alcohol) so as to be partially 
transparent to electric waves. But the second difficulty is far more 
serious. Owing to the diffuse action of the comparatively long electric 
waves it is impossible to shield one plate while exposing the other. If 
‘oth the plates are equally acted on, there would then be no electro- 
motive variation. From these considerations any attempt to detect 
the effect of electric radiation by electromotive variation appeared to 
be hopeless. It was only after the conclusion of another line of 
investigation on the electromotive variation produced by mechanical 
‘stimulus that I learnt that the effects of the same stimulus on two 
pieces of the same metal, forming a voltaic element, are different if 
the molecular conditions of the two are not originally the same. 
Under such a condition a P.D. exists between the two, and stimula- 
tion of both causes a variation of the existing electromotive force. 
From the similarities of the effects of radiation and mechanical 
‘strain (see the following paper) I was convinced that with radiation, 
too, I would get unequal effects on the two plates having a slight 
initial electromotive difference. The effect of radiation would then be 
to produce a variation of the original electromotive force. And if the 
effects are at all parallel to those observed in the conductivity varia- 
tion method (as diminution or increase of resistance) we may likewise 
expect to find a diminution or increase of electromotive force. 

In carrying out experiments to verify the above suppositions, I soon 
found my anticipations to be fully justified. I at first made a cell by 
taking two varieties of silver. A piece of cotton wool moistened with 
amylic alcohol was placed in a glass tube. Ag and Ag’ were placed on 
opposite sides of the moistened cotton ; this formed a voltaic element. 
Two electrodes compressed the powder, till a current was observed to 
flow. The amylic alcohol acted as the electrolyte. Very careful 
adjustment of pressure is necessary, as in the case of receivers for 
exhibition of conductivity variation. In order that the effect observed 
might be purely due to electromotive variation and not to the variation 
of conductivity, the cell was connected with a capillary electrometer. 
On allowing electric radiation to act on the cell, there was produced a 
variation of electromotive force ; continued radiation even produced a 
reversal. The electric radiator—a rod used in the previous experiments 
—wwas also used in this case: owing to the opacity of the electrolyte 
the intensity of radiation has to be strong. The radiator was placed 

at a distance of 6 inches from the cell. 
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I give below the results of three other experiments with differ 
combinations :— ; 


Original New value after the Percentage 
E.M.F. action of radiation reduction, 
Ricstiads 1°26 V. 1*15: V; 9 
DE. ee caes 0:39 V. 0°312 V. 20 
BED vathesds 0-065 VY. 0-039 V, 40 


I was now desirous of obtaining a continuous record of elect 
motive changes produced by the continued action of electric radiation 
For this purpose I used a galvanometer. 

A cell was made, in the way previously described, with magnesi 
powder. Owing to some differences in the two portions of the powd 
there was an initial P.D, of 0:042 V. between the two electrodes. 
now had the cell balanced by the potentiometer method, a sensitiy 
galvanometer (with an interposed high resistance) being used as the 
detector of electric variation. Fig. 8 (a) shows the deviation from 
the balanced position by radiation which nearly reduced the potential 
difference to half its original value. By tapping, the original P.D, 
was restored, and a second experiment (see () ‘gave almost identical 
results. 






Diminytion of EMF 


Fic. 8.—E.M. variation in a Mg receiver. The original E.M.F. was 0042 V. This 
was reduced to 0'021 VY. by electric radiation. 


It is thus seen that the curve of electromotive variation due to 
radiation is similar to that obtained by the conductivity variation 
method, 

It has already been shown that when the range of electric elasticity 
of the substance is not narrow, or when the strain is not too great, 
there is a recovery, That on subjecting the substance to the con-— 
tinued action of radiation there is a limiting effect ; that too long con- 
tinued action tends to produce an electric reversal ; that too feeble an 
intensity may also produce a reversed effect. We shall now study 
whether visible radiation produces similar effects. 






) J Effect of Light and Electric Radiation on Matter. 171 


EFFECT OF LIGHT. 


- The molecular effect due to visible radiation may as in the pre- 
vious case be detected by the method of conductivity or electromotive 
variation. That light does produce conductivity variation is seen in 
selenium. I have also succeeded in detecting the effect of light in 
producing variation of contact resistance. One and the same receiver 
responded in the same way when alternately acted on by visible and 
Gnvisible (electric) radiation, It is, however, difficult to discriminate 
the effect of light from that due to the rise of temperature. That the 
effects observed were not solely due to temperature was evident from 
the fact that there was a tendency towards reversal, and that the 
same receiver which normally exhibited a diminution of resistance 
exhibited an increase of resistance when it underwent a molecular 
modification. The peculiarities of this universal radiometer was 1n 
every way similar to those of detectors for electric radiation. 

It is, however, more satisfactory to study the effect of light in pro- 
ducing electromotive variation. Becquerel, Minchin, and others have 
shown that light produces electromotive variation in a photo-electric 
cell. Like electric radiation, the effect of light is not confined to any 
particular metal or groups of metals, but all metals exhibit an electro- 
motive variation under its action. Two opposite effects are likewise 
shown; in some cases the potential is raised, in other cases the 
potential is lowered by the action of light. 

I now proceed to show the remarkable similarity of the curves of effect 
produced by electric radiation and light, For the photo-electric cell I 
used two silver strips fastened at the back by paraffin on a glass plate. 
The front surfaces were exposed to bromine vapour. The two strips 
formed the two plates of the photo-electric cell, the electrolyte being 
common tap-water. 

If the two strips are exactly similar, then there is no P.D. 
between them, and the effect of light on either of the strips is the 
same. 

The two plates being opposed, there would be no resultant effect if 
both were illuminated. 

But if the two plates are slightly different, then the effects on the 
two are not the same. There will then be an electromotive variation, 
ven when both the plates are exposed. 


9. Effects of Flashes of Light, 


In fig. 9, (a), is shown the effect of flashes of light of 2 seconds 
duration on AgBr plate. The source of light—an incandescent gas- 
burner—was at a distance of 12 inches, If the plates are kept in the 
lark for several days, the sensitiveness is then very much enhanced, and 
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effects described below may be obtained by much feebler light, such 
that given by a paraffin lamp or a candle. The strong similarity 
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Fie@. 9.—Electromotive variation in AgBr cell due to the action of light. Ordinate 
represents E.M. variation, and abscissa the time. Thick lines represent the 
effect of light and dotted lines the recovery. (a) and (4) represent the effect 
of flashes of light of 2 seconds duration. The distance of source of light in 
(a) = 12 inches; in (4) =6 inches. (ec) and (d) represent the effect of 
continuous light (duration 30”), distance of source of light in (¢) = 18 inches 
in (¢) = 9 inches. 

















the curve for single flashes of electric radiation (see fig. 4) will at once 
he noticed. The recovery curve is also convex to the abscissa. The 
time allowed for recovery was not sufficient to bring the substance 
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ek to its original condition. The successive starting-points are 
herefore. slightly ascending. In the last curve in the series (a) 
sufficiently long time was allowed, and the substance completely 

recovered in about 37 seconds. ()) shows the effect of light of about 
four times the intensity, the source being brought nearer to a distance 
‘of Ginches. The effect is stronger, but not quite equal to four times 
the effect produced in the last case. 


a 


“ 10. Effect of continuous Action of Light. 


- 


Just as in the case of electric radiation, light produces a maximum 

effect, corresponding to a given intensity. Fig. 9, (c), shows the effect 

of continuous light of 30 seconds duration, the source of light being 

at a distance of 18 inches. Observe the tendency of the curve to 

become horizontal when reaching the maximum. (d) shows the effect 

of four times the intensity, the light source being at a reduced distance 
ef 9 inches. Here, too, the intensity of effect 1s not quite four times 
the effect of light at a distance of 18 inches. 


11. Reversal Effects. 


With electric radiation it was found that the effect of a flash was 
sometimes a transitory negative twitch immediately followed by the 
normal response. With light, too, it is frequently found, as has been 
observed by Minchin, that the immediate result is a transitory nega- 
tive effect followed by the normal action. Under molecular modifica- 
tion there may sometimes be seen a reversed response. 
If the action of light is continued, after the maximum effect is 
reached, there is produced a tendency towards, or actual reversal. 
In fig. 10 is given an interesting series of results showing the growth 
of fatigue, the different phases culminating in actual reversal. (Compare 
with fig.6.) It will be seen that in the second response was feebler, and 
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Fie. 10.—Fatigue and reversal in AgBr cell. 
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a tendency towards reversal had already taken place after an exposy 
of about 9seconds. In the third, response is feebler still, In the four 
during illumination, the normal response is extremely weak, and las 
for only 3 seconds; there is then a reversal in the response which j 
fairly strong. On the stoppage of light the effect continues for sor 
time. Hitherto the recovery commenced immediately on the cessation 
of light. After the fourth, the responses are of opposite signs. They 
also get feebler and feebler. 

It will thus be seen that both electric radiation and light pre 
duce similar conductivity and electromotive variations. In both, two 
opposite effects are observed. The curves of effect in both are similar, 
Under the action of continued radiation both exhibit a limiting 
effect. Under too long continued action, both exhibit a tendency 
towards or an actual reversal. 

In the next paper I shall adduce further evidence tending to show 
that these effects are due to molecular strain. 





+ * 
“On the Similarities between Radiation and Mechanical Strains.” 
By JAGADIS CHUNDER Bose. Communicated by Lorp Ray- 
LEIGH, F.R.S. Received April 18,—Read June 20, 1901. 


I have in the previous paper described the various interesting effects 
due to visible and electric radiation. 

Different considerations were adduced which tended to show that 
these effects were due to molecular strain, produced in the substance 
by the action of radiation. The whole history of the change pro- 
duced by radiation—both the direct and after-effects—was graphically 
recorded in the various curves given. It was supposed that the strain 
effect on a substance was attended with conductivity or electromo- 
tive variation. This supposition can be further verified by observing 
whether undoubted strain, which can be produced by mechanical 
means, does give rise to a conductivity or electromotive variation. 

As regards the conductivity variation due to mechanical strain, it is 
well known that in the construction of standard resistance coils the 
effect of winding the wire on a spool is to produce a distinct variation 
of resistance, and that this strain effect can only be removed by 
annealing. The difference between the resistance of a substance when 
strained and after it is annealed is sometimes very considerable. 

The effect of electric radiation is very great in changing the con- 
ductivity of a mass of discontinuous particles. It is to be borne in 
mind that the effect of electric radiation is only skin-deep. As the 
action is one of surface, the larger the surface the greater is the effect 
produced. We see that in loose particles the effective surface acces- 


